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FEDERAL URDU UNIVERSITY OF ARTS, SCIENCE & TECHNOLOGY, ISLAMABAD 

BBA Repeater Morning 2 Session: Autumn 2015 



BBUS 420 


Registration # 

Name 

Business Communication 


Obtained 

Grade 

GP 

Credits 

Product 


IS/BBA//M//S/1 10621/1 1 

Muhammad Nasir Khan 

72 B 

3.0 

3 

9.0 



CC: 1. Incharge Islamabad Campus, 2. Controller of Exams, Karachi, 3. HOD, 4. Accounts Section, 5. Office File, 6. Notice Board 
Errors and omissions excepted. University has right to revise the results. 


Prepared By: 


Checked By: 


Rechecked By: 

Muhammad Sohail Akbar 

Superintendent 


Abid Mahmood 

Dy. Controller of Exams 


Controller of Exams 
Result declaration date: 10/03/2016 
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